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Message Text 


UNCLASSIFIED 

PAGE 01 DUBLIN 02344 061406Z 

70 

ACTION EUR- 12 

INFO OCT-01 ISO-OO ACDA-10 CEQ-01 CIAE-00 DOTE-OO EPA-04 

HEW-06 HUD-02 INR-07 INT-05 L-03 NSAE-00 NSC-05 

NSF-02 OIC-02 PA-02 PM-04 PRS-01 SAJ-01 OES-06 SP-02 

SS-15 TRSE-00 USIA-15 ERDA-07 AID-05 CEA-01 CIEP-02 

COME-OO DODE-OO EB-07 FPC-01 H-02 OMB-01 SAM-01 

STR-04 FEA-01 /138W 

130520 

R 041720Z NOV 76 ZDK 
FM AMEMBASSY DUBLIN 
TO SECSTATE WASHDC 8539 
INFO AMCONSUL MILAN 

UNCLAS DUBLIN 2344 

E.O. 11652: N/A 
TAGS: CCMS ENRG El 

SUBJECT: CCMS: RATIONAL USE OF ENERGY - INTERNATIONAL INDUSTRIAL 
DATA BASE MEETING, MILAN, ITALY, NOVEMBER 8/10, 1976 

REF: STATE 264036, 266548 

1 . PROFESSOR SYNNOTT, UNIVERSITY COLLEGE, CORK, CHAIRMAN OF 
INTERNATIONAL DAIRY FEDERATION WORK GROUP, HAS INFORMED EMBASSY THAT 
DAIRY GROUP WILL NOT BE MEETING IN MILAN AS PLANNED. HOWEVER, A 
GROUP REPRESENTATIVE (NOT SYNNOTT) WILL PROBABLY BE IN MILAN FOR 
RATIONAL USE OF ENERGY MEETING. 

2. COORDINATOR ROBERTS, INSTITUTE FOR INDUSTRIAL RESEARCH & 

STANDARDS, WILL NOT BE GOING TO MILAN. 

3. IRISH BREWERS ASSOCIATION NOT SENDING A REPRESENTATIVE. 

CURLEY 

UNCLASSIFIED 
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